@ RadioShack. 

Lifejl^ise 

Massaging Bath Pillow 

Cat.No. 63-1523 

Thank VDU for buying the RacioShack Massagng Bath Pillow This ergonorric 
conlDLJiBd pi I lew net only piT^vides you a goat support for neck and shoUders but 
also a vibrating massage vvith high and low speeds to relieNO stress v\hile you 
soak in the bathbJa The cordess and v\aterproof design is safe for bathtub use. 
The supplied suction cups let you rrourt the v\eter-iesistart: pi I low securely to 
any bathtub surface. You also can use the pillow outside the bathtub to ease 
tension in the lower back or behind your leg. 



Batteries 




YcxpMassaging Bath Pillow rogtircstvyoC type batteries (net supplied) for poyyer. Foroptinrum 
perforrmnee, vve recommend alkaline batteries, available at y3ur RacioShack store. 


1. Press dcAAn the spengerText to the vibrator cap at the pillcAA/s right side to ermerge the 
vibrator cap's edge. Then grasp the edge and puil the vibrator out of the pillow 

2. lb rerro^e the vibrator cap, use cne hard to hold the vibrator stem ard the other hard to 
tom the vibrator cap counterclockwise until its line rrarker aligns with the 'Unlock" line on 
the vibrator stem then lift up the vibrator cap. 

3. Inserttwo C type batteries wth the negati\^ (-) ends facing battery holder^s opening. 

4. Replace the vibrator cap and align the cap's line rrarker with the Lhilcx^k line, then secure 
it by turning the cap dockwise until the line rrarker aligns with the Lock line. 

5. I nsert the vibrator back into the pillow wth the H/OFF/LOW label in its original position. 

If the pilloy\/s vibration weatens, replace the batteries. 




Battery Notes: 

• Dispose of old batteries prorrptly ard properly. 

• Do rxb bum cr bury batteries. 

• Use only fresh batteries of the rec|uii^ size ard recormrerded type. 

• Do not rrixold ard new batteries, dlTerent types of batteries (stardand, alkaline, or 
rechargeable), or rechargeable batteries of dflerent capadties. 

• If yDu do not plan to use the pi I low for several weeks, rerrD\^ the batteries. Batteries 
can leakchenricals that can darrage electronic parts. 




Using the Suction Cups 

The three suction cups let y3u fix the bath pillow on the 
bath tub stably 

Insertthree suction cups' steminto the holes on the 
bottomof the pillow 

VN^pethe rrounting location dry then press the pillow 

down so the suction cups tighdy suck on. 
lb dsiTountthe pillowfromthe bath tub, flip each suction 
cup's edge up to detach each suction cup fiomthe 
nrounting surface. 



Operation 

1. Place your head, neck, thigh, or lower back o\er the pillow 

2. Press LOWorH to tom on the vibrator ard selectthe desired rrassage speed. 

3. VUnen you finish, press OFF to turn off the vibrator. 

hints and Tips: 

• Do riot rrassage for rrore than 15 rririuites at a tirre. 

• Do not use the pillow if you are pregnant ha\^ a pacerraker irrplanted in your body, or suifler fhomdabetes, hermorrhages, 
skin inflamrration, bruises, open wounds, broken skin or illness. Corisult your doctor for rrore infomation about using the 
pillow 

• The pillow is notfbr rredcal attention. Stop using the pillow if you feel uriccrrfortablecryoursyrrpborTB becorre worse. 

• Ne^er use the pi I low after taking painkillers, sedati\es, or alcohol. 

• Do not use the pi I low when you are sleeping or dowsy. 

• For added corrfbrt; place a folded towel o\er the pillow 

• lb sa\e battery power, be sure to tom off the pi I low when notin use. 


Care 

• UsearidstoretherrassagirTg bath pillowin rrorrral terrperatoreerTvinorrrerts. 

• Keep the pillow away from drect sunlight heater, dust ard drt 

• Flaride the pi I low carefully Do irot drop or step on it 

• Do riot pour water or other liquids irto the pi I low or vibrator. 

• V\^ pe the pi I low occasionally with a darrp cloth to keep it looking new Do not use an abrasi\^ deanser, alcohol or detergent 
Be sure to seal the vibrator cap before cleaning the pillow 


Service and Repair 

If yDur Massaging Bath Pillow is not perfomring as it should, take it to yDur local RadioShack store for assistance, lb locate yDur 
nearest RadoShack, use the store locator feature on RadoShacks website (wAAwradoshackconri, or call 1-800-The Shack 
(843-7422) ard fbllowthe rrenu options. Modfying or tarrpering with the pillow/s internal corrponenls can cause a rmalfunction 
ard rright irralidate its warranty 
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